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AMBASSADOR BRIDGE 
The World‘’s Longest Suspension Bridge 


Length Main Span 
Total Length...... 
Height Over River 
Each Cable. 2. 


ee ERS 1,850 feet 
St Pe CE re 2 miles 
ee gee gee TE 152 feet 
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